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The Apple IIGS is very compatible with Apple's existing cable product line. 
Below you will find the possible configurations for the various Circular 8 
cables . 

Apple System Peripheral - 8 Cable 
Product M0187 / Part 590-0340-A 
Circular 8 to Circular 8 

Can be used as connecting cable for the Apple IIGS to: 

- ImageWriter / / 

- Apple Personal Modem 

- Macintosh Plus (data transfe) 

- Apple IIGS (data transfer) 

Macintosh Peripheral - 8 Cable 
Product M0185 / Part 590-0322-B 
Circular 8 to DB 9 

Can be used as connecting cable for the Apple IIGS to: 

- Macintosh 128K and 512K (data transfer) 

In ny other required combination, use the Apple IIGS Adapter Cable 
(Circular 8 to DB25 adapter) and the appropriate DB-25 Apple II type 
cable used on the Super Serial Card. 
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